HIGH TO LOW IMPEDANCE CONVERTER CARD 


MODEL 692 HLIC - 


IB692HLIC=,/769 


INSTRUCTION MANUAL 


FAIRCHILD SOUND EQUIPMENT CORPORATION, 10-40 45th Avenue, Long Island City, N.Y. 11101, 212 784-6163 


FAIRCHILD MODEL 692 HLIC-—4 
HIGH TO LOW IMPEDANCE CONVERTER CARD 


DESCRIPTION 


The FAIRCHILD MODEL 692 HLIC-4 card is intended to provide high to 
low impedance conversion when interconnecting pieces of equipment 
normally not compatible impedancewise. On the 692 HLIC card there 
are 4 separate amplifier sections, each with unity gain. The input 
impedance of each amplifier is 100,000 ohms. Each amplifier accepts 
levels up to +15 dbm. The output impedance of each amplifier is 600 
ohms at maximum level +15 dbn. 


Four amplifier sections, each one completely separate from the other, 
enables the user to connect the 692HLIC card on the output of four 
separate audio channels and feed four independent 600 ohm sources. 
The same card can also be used for bridging a 600 ohm load to any 
600 ohm line without loading it. It can also be used for mixin7 

of high impedance sources terminating in 600 ohm output. By in\ 
connecting all four inputs, the 692HLIC can also serve as a distri- 
bution amplifier feeding four 600 ohm circuits from common high in- 
pedance input. 


INSTALLATION 


The FAIRCHILD MODEL 692 HLIC card can be installed using a FAIRCHILD 
692SCH single card holder, or it can be installed into any card rack 
designed to accept cards 3/2" wide by 57/2" long. If rack mounting is 
desired, the use of the FAIRCHILD 692RM or 662RM is recommended. Up 
to 16 692HLIC cards can be inserted into the 692RM card rack, and 11 
cards can be inserted into the 57/4" rack space of the 662RM by using 
the 692SCH card holder for each card. 


SPECIFICATIONS 
GAIN Unity 
INPUT IMPEDANCE 100K ohms 
OUTPUT IMPEDANCE 600 ohms 
MAXIMUM INPUT LEVEL +15 dbm 
MAXIMUM OUTPUT LEVEL +15 dbm 
DISTORTION 22% maxinum 
NOISE -75 db below O dbm 
FREQUENCY RESPONSE + V2 db from 20 hz to 20 Khz 
POWER REQUIREMENTS 24 volts at 20 ma for 4 channels 


WARRANTY 


See standard warranty policy. To validate warranty, complete and 
return the warranty registration card included with this manual. 

If there is any guestion on this or any other FAIRCHILD professional 
product, please do not hesitate to contact our Customer Service 
Department, FAIRCHILD RECORDING EQUIPMENT CORPORATION, 10-40 45th 
Avenue, Long Island City, New York 11101 


ATTACHMENTS 


Schematic diagram 692HLIC-4 B96661 
Mounting dimension diagram 
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